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1. GENERAL 


1.01 The electrical components installed on 

the 35 Tape Printer Keyboards and 35 
Receiving Only Typing Reperforator Base are 
illustrated in the attached actual wiring dia- 
grams. 


1.02 The actual wiring diagram presents a 

physical picture of each electrical com- 
ponent. The individual leads to each component 
are marked with their distant terminating points 
and wire color codes. 


2. ACTUAL WIRING DIAGRAMS 
35 TAPE PRINTER KEYBOARDS 


2.01 Wiring diagrams 5868WD, 5890WD, and 

5934WD cover the LTPK800 (Bell 354A), 
LTPK801 (Bell 35B), and LTPK802 (Bell 35C) 
Tape Printer Keyboards, respectively. 


35 RECEIVING ONLY TYPING REPERFORA- 
TOR BASE 


2.02 Wiring diagram 5846WD covers the 
LRB300 (Bell 35A) Receiving Only Typing 
Reperforator Base. 
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WIRING LEGEND 


DISTANT TERMINATING AREA 
DISTANT TERMINAL DESIGNATIO 


COLOR CODE 


BK- BLACK W-BK - WHITE - BLACK 
BR-BROWN W-R -WHITE- RED 


O- ORANGE W-O ~WHITE-ORANGE 
Y- YELLOW W-Y -—WHITE- YELLOW 
G-GREEN W-G -WHITE-GREEN 
BL -BLUE W-BL -WHITE- BLUE 
2 P-PURPLE W-S —WHITE~SLATE 
. S-SLATE BK-R -BLACK-REG 
W- WHITE BK-Y —BLACK- YELLOW 


8K-G ~—BLACK-GREEN 
BK-S —BLACK- SLATE 
BR-G —BROWN-~-GREEN 
BR-BL-BROWN~BLUE 
R-BR —RED- BROWN 
R-Y ~RED-YELLOW 
R-BL ~REO-BLUE 


R-S -REO-SLATE 
O-S -ORANGE-SLATE 
BL -G - BLUE -GREEN 
8L-S -BLUE -SLATE 


CONNECT I5I8I9 STRAP ON BASE GROUND TO 
REAR SPACER MOUNTING SCREW ON TAPE 
CONTAINER ASSEMBLY. 


4. | % INDICATES 18 GA. WIRE. 
ALL CONNECTORS ARE VIEWED FROM 
SOLDER TERMINAL END. 
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CD-3I-R-Y 


CJ-6-BL-G 


CD-27-BR-G 


LT-2- BK 


CJ-14-W°G 


CD-30-BK-S 


CJ-7-Y 


CD-33-R-BR 
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INO, NOTES 


WIRING LEGEND 


DISTANT TERMINATING AREA 
fo TERMINAL DESIGNATION 


ad 
WIRE COLOR CODE 


GOLOR GODE 


BK ~ BLACK W-BK WHITE —BLACK 
BR — BROWN W-BR WHITE ~BROWN 
R - RED W-R WHITE —-RED 

QO —- ORANGE w-0 WHITE -ORANGE 
Y - YELLOW w-y WHITE ~ YELLOW 
G —GREEN W-G WHITE~GREEN 
BL— BLUE W-BL WHITE-BLUE 

P — PURPLE w-P WHITE ~PURPLE 
S ~SLATE Ww-S WHITE -SLATE 
W — WHITE 


UNIT WIRED FOR IISVOLTS AG POWER INPUT. 
4. | CONNECTORS VIEWED FROM SOLDER TERMINAL ENDS. 


WHEN SOLDERING CABLE TO INDICATOR LIGHTS, 
| BEND TERMINALS OUTWARD 90° 


6. FOR SCHEMATIC SEE 4904 Wo. 
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POWER AND SIGNAL 
LINE TERMINAL STRIP 
(118759) 


C-I-W-BL 
MOTOR 
CONTROL E-1I-W- BK 
@8 V.D.C.) 
I5181I9 STRAP CD-33-R 
SIGNAL LINE CO0-34-BL 
L-2-BR 
SIGNAL LINE G-I-G 
CD-I-Y-G MOTOR 
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SWITCH 
(158163) 


3 
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(3) NO(4)— 
wy, 


G D K L 
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LOW TAPE PLUG LOW TAPE TRANSFORMER CONNECTOR FOR COPY AND 
(100658) RECEPTACLE (163522) CHARACTER COUNTER LIGHTS 
(i00657) (108953) 
P-2-W-S P-|-Y 
_ 
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MOTOR CONTROL 
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LIGHT 
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NETWORK 
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5868 WD 
REVISIONS 


| DATE |AUTH NO. 
8-39-62 [74179 
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WIRING LEGEND 


DISTANT TERMINATING AREA 
fo TERMINAL DESIGNATION 
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WIRE COLOR GODE 


GOLOR CODE 
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BK ~ BLACK 
BR -~ BROWN 
R —RED 

O - ORANGE 
Y - YELLOW 
G —GREEN 
BL— BLUE 

P — PURPLE 
S ~SLATE 
W — WHITE 


UNIT WIRED FOR 48 VOLTS DG POWER INPUT. 


CONNECTORS VIEWED FROM SOLDER TERMINAL 
ENDS. % INDIGATES 18 GA. WIRE. 


| BEND TERMINALS ON INDIGATOR LIGHTS 


DaxX 


WHITE —~BLACK 
WHITE —BROWN 
WHITE -RED 
WHITE ~ORANGE 
WHITE ~ YELLOW 
WHITE-GREEN 
WHITE -BLUE 
WHITE —~PURPLE 
WHITE -SLATE 
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POWER AND SIGNAL 
LINE TERMINAL STRIP 
(118759) 


CONTROL 
@é V.D.C.) 
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48 V.0G POWER 
C 0-13~BK-Y 
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SIGNAL LINE 
BREAK SWITCH 
(160370) 
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POWER SWITCH 
(161912) 


A-4-Y-G - 
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END-OF-LINE INDICATOR 
SWITCH 
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A-3-BK-Y 


COCCOOOOOD 
OONOU AUD — 


L 


SIGNAL GENERATOR 


(154166) 
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OUTWARD 90° WHEN NEGESSARY TO OBTAIN 
| CLEARANCE BETWEEN THE BOTTOM OF THE 
TERMINALS AND THE BASE. 


16,| FOR SCHEMATIC SEE 4904 WD. 


48V. DC. POWER 


SMFD 
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B-i-w-P D, 
| 36 POINT CONNECTOR iS 2, 
| ( 161239) 
P S T B Y G F soTUAL 
WIRING DIAGRAM 
LOW TAPE INDICATOR LOW TAPE PLUG LOW TAPE FUSE CONNECTOR FOR COPY AND MOTOR CONTROL NETWORK MODEL 35 
SWITCH (l00658) RECEPTACLE SOCKET CHARACTER COUNTER LIGHTS RELAY (78535) TAPE EYMOABK | 
(58163) (100657) (116783) (108953) (178306) . 
LTPK 801 
| P-2-W-S P-1-Y Ti C-3 
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(3) NO(4)co CABLE 
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DISTANT TERMINATING AREA SIGNAL LINE POWER TERMINAL END-OF-LINE INDIGATOR SIGNAL GENERATOR END-OF- LINE INDICATOR | LOW TAPE INDICATOR — + | 
DISTANT TERMINAL DESIGNATION R TRIP SWITGH (154166) LIGHT LIGHT - a —~ 
TERMINAL STRIP STRI | 
re a 
WIRE COLOR CODE () ¥-4-BR- BL — 
COLOR CODE o-1-wey (2) TP-6-W K-I-BR-BL 
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O- ORANGE S - SLATE F 48 DCV. Ts-3/8R 


Y- YELLOW W - WHITE C0-34-BL—> 


SIGNAL LINE 


| 

| 

[ 

l 

| 

| 

| 

| 

| 

| 

| 

| 

| TS4-G 
| G RESTRAIN INDICATOR 
| LIGHT 
| 

| 

| 

| 

| 

| 

| 

| 

| 

| 


A-I-R ; Z-2-BK-R BREAK SWITCH POWER SWITCH (161954) 
A-3-f _“_ Krew (160370) (161912) 
NOTE L-2-BL POWER X-3-G TP-6-BK-R ‘ 
-|- -I-Y~ MOTOR 
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